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Description: Receptacle Clip, LH Part Number: D212-725-1-275 
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INSPECTION SHEET 


Actual 
Dimension 


Drawing 
, Tolerance 
Dimension l 
110.030 
+/-0.030 
+/-0.030 
+/-0.030 
0.032 +/-0.010 
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Engineering Approval: 
(If necessary) 


| Rev | Date | 
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